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POROUS PLUG WRAP 
BRODANO BOP 0975 (27.5 K) 

WATTENS FY HP 40 K 

In order to widen our range of suppliers of filter paper for 
Marlboro Europe, Wattens and Brodano were asked to develop a 
prototype similar to the standard quality FU POV 40 L from 
S&H. 

From the results of the first tests carried out at FTR it was 
found that only the variant Wattens FY HP 40 K satisfied all 
the requirements as regards taste and smoke yield. 

Consequently, an industrial trial is currently being performed 
at FTR to test this material and' judge its performance on 1 
machines. 

CIGARETTE PAPER 

MIGUEL Y COSTAS verge extra 1024 M 85 
GLATZ verge V 6/2 LN 53044 

These two new qualities of cigarette paper should enable us to 
widen' our choice of materials suitable for the Marlboro KS 
Germany, v*ich is currently being produced with the standard 
quality Pela 200 Mn> from S&H. 

As soon as we receive the test cigarettes being produced with 
these materials at PMC-Berlin , they will undergo analytical 
and subjective evaluation, 

TIPPING PAPER 

Cork tipping paper standardization to US colour. 

Following the first series of tests carried out on the colours 
of cork tipping papers, new development work was undertaken 
concerning the tonality and composition of inks. This led to 
a' new colour, nearer to the reference (more reddish) , being 
produced. 

Taste evaluation of cigarettes produced with this paper will 
soon be performed. 
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Source: https://www.industrydocuments.ucsf.edu/docs/xphk0000 



TECHNICAL SHEETS 


Porous Plug Wrap 

No 23 2535 Miguel Y Costas 30 HP 20 K 

23 2536 Miguel Y Costas 30 HP 40 K 

23 2537 Miguel Y Costas 30 HP 60 K 

Cigarette Paper 

No 30 0058 Glatz V 6/2 LN 53044 

30 0059 Miguel Y Costas Verge extra 1024 M 85 
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